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17 dune 1959 


KRADQUARTERS APPROVAL NO. 59-15 
GONPRACT NO. SP-1918 


are authorized to proceed with the work proposed in ' 
gAtl-30 ouhitled *Svatem IV Electrical Interference Investigation”. 
This work is to be formed for both Customers and the estimted 
eost not to exceed $17,750.00 is to pe charged on a 50-50 basis 
to SP-1916. 


Customer No. 2 has approved your proposal subject to deletion 
of the plan to remove the ASN-6 and Redan. Customer No. 2 
recommends that the test be conducted with ASN-6 and Radan 


inoperative until concluded, then a separate test should be conducted 


te determine ASN-6 and Radan effects on the system. 


fhe respective Depots will issue the necessary paper work for 
the kits. Customer No. 1 requires 12 kite. 
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